scanner-rosa-coronel@archive.org,open D:\Images\Day shif\applicationsfore0021unit\applicationsfore0021unit.idf,8/30/2010 10:44:23 AM
scanner-rosa-coronel@archive.org,close D:\Images\Day shif\applicationsfore0021unit\applicationsfore0021unit.qpf,8/30/2010 10:47:36 AM
unknown (batch),open D:\Images\applicationsfore0021unit\applicationsfore0021unit.qpf,8/30/2010 1:20:14 PM
unknown (batch),processing started,8/30/2010 1:20:17 PM
unknown (batch),processing stopped,8/30/2010 1:39:02 PM
unknown (batch),close D:\Images\applicationsfore0021unit\applicationsfore0021unit.qpf,8/30/2010 1:39:04 PM
